ONE    OF    THE    GARDENED    ROOFS    AT    ROCKEFELLER  CENTER 


ROCKEFELLER  CENTER— a  corner 
of  the  garden  on  the  roof  of  the^ 
British  Empire  Building  six  stories 
above  Fifth  Ave.  The  gothic  spires 
of  Saint  Patrick's  Cathedral  forna  a 
contrasting  background. 

Etching  by  Elizabeth  O'Neill  Verner. 


